From: 

Sent: 

To: 

Subject: 


fisher.support@thermofisher.com on behalf of Online Fisher Scientific Catalog 
<fishersupport@thermofisher.com > 

Friday, November 19, 2010 10:51 AM 
Fuller-Jones, Sydney (DPH); Hanchett, James (DPH) 

Order Confirmation - Purchase Order Number: 53310476 - Order Number: 
A03230422- Fisher Scientific - https://www.fishersci.com/ 


FISHER SCIENTIFIC 

PART OF THERMO FISHER SCIENTIFIC 
ORDER ACKNOWLEDGEMENT 

Order Created by: James Hanchett - james.hanchett 
Placed: Fri Nov 19 10:51:06 EST 2010 on wcs server 
Phone: 617-983-6237 
Fisher Scientific Account: 507693-005 
PO Number: 53310476 


SHIP TO: 


BILL TO: 


State of Mass State of Mass 

AMHERST DRUG LABORATORY COMMONWEALTH OF MASS 

637 NORTH PLEASANT STREET STATE LABORATORY INST 

ROOM N251 MORRILL 1 305 SOUTH ST ROOM 208 

AMHERST, MA 01003 JAMAICA PLAIN, MA 02130 


Attention: Jim Hanchett, Rm N251 


Shipping type: Regular Delivery 


ORDER CONTENTS 


Fisher Scientific Order Number: A03230422 

Cat No.: 01-812-25E Qty: 1 Unit: CSPrice: $1,737.94 Line Total: $1,737.94 

Description: HEAT SEAL POUCH 6.5X8 75/PK 
Status: Backordered 

Status Message: Item backordered, available on 03 December 2010 from AGAWAM, MA (NED) 

Cat No.: 01-812-25EE Qty: 1 Unit: CSPrice: $1,737.94 Line Total: $1,737.94 

Description: HEAT SEAL POUCH 8X9.5 50/PK 
Status: Backordered 

Status Message: Item backordered, available on 26 November 2010 from NEWARK, DE (DELMAR) 

Cat No.: 01-092-25 Qty: 1 Unit: EA Price: $585.74 Line Total: $585.74 
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Description: AIR PUMP P/V 115V 60HZ 
Status: Shipping 

Status Message: "Item accepted, in progress from " NEWARK, DE (DELMAR). 

Cat No.: 03-375-3CC Qty: 2 Unit: CSPrice: $322.71 Line Total: $645.42 
Description: TARGET VIAL CLR CRIMP 100/PK 
Status: Backordered 

Status Message: Item backordered, available on 26 November 2010 from AGAWAM, MA (NED) 

Cat No.: 06-406-19B Qty: 5 Unit: CSPrice: $103.76 Line Total: $518.80 
Description: CRIMP SEALllMM PTFE/RR 1000/CS 
Status: Shipping 

Status Message: "Item accepted, in progress from " AGAWAM, MA (NED). 

Cat No.: 03-378-342 Qty: 1 Unit: PKPrice: $22.67 Line Total: $22.67 
Description: 2ML CMP AMB VIAL W/ID,100/PK 
Status: Shipping 

Status Message: "Item accepted, in progress from " ATLANTA, GA (SED). 


SubTotal: $5,248.51 

Tax (estimated): $0.00 

Shipping (estimated): See Note 


Total (estimated): $5,248.51 

NQTE: Shipping and handling charges will be calculated at time of shipment based upon your account's terms and 
conditions. 

Thank you for your order. In an effort to provide you with the best service possible, we are interested in finding out 
more about your experience in using our web site. Please click the link below and enter the passcode to complete a brief 
survey. 

http://survev.medallia.com/fishersci 
Passcode: USA-PGH-WQl 

Fishersci.com Terms and Conditions: 

http://www.fishersci.com/wps/portal/CMSTATIC?href=Footer/tandcsale.isp 
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